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Product Suggested 
Number Description Price 
HP-71B Mainframe and Memory Module 
HP-71B Handheld Computer S 325.00 
82400A Card Reader 165.00 
82420A 4K Memory Module 73.00 
Software 
——¥ 00071-90097 Software Developer’s Handbook* S. .90:00 
82440A Software Development Utility (Mini-Cassette) 35.00 
82441A FORTH/Assembler ROM 150.00 
82488A Data Communications Pac 150.00 
HP-IL Interfaces 
82164A HP-IL/RS-232C Interface S 295.00 
82165A HP-IL/GPIO Interface 295.00 
82169A HP-IL/HP-IB Interface 395.00 
82938A HP-IL/Series 80 Interface 295.00 
82401A HP-IL Interface (required with HP 3421) 125.00 
92198A HP-IL 80-Column Video-U.S.** 325.00 
82166C HP-IL Interface Kit 395.00 
82168A Acoustic Coupler (Modem) 495.00 
Peripherals 
82161A Digital Cassette Drive $ 550.00 
82162A HP-IL Thermal Printer/Plotter 450.00 
2225B ThinkJet Printer 495.00 
9114A Disc Drive 795.00 
Instruments 
1630A Logic Analyzer (35 channel) $ 8,600.00 
1630D Logic Analyzer (43 channel) 10,630.00 
1630G Logic Analyzer (65 channel) 12,100.00 
3421A Data Acquisition/Control Unit 1,450.00 
3468A Digital Multimeter 750.00 
4945A Transmission Impairment and Measuring Set 14,950.00 
5006A Opt. 030 Signature Analyzer 1,000.00 
5384A Opt. 003 Frequency Counter 1,400.00 
5385A Opt. 003 Frequency Counter 1,700.00 
Accessories 
00071-90001 HP-71 Owner’s Manual $ 15.00 
00071-90010 HP-7] Reference Manual 25.00 
00071-90019 HP-71 Quick Reference Guide 2.00 
00071-90068 HP-71 Internal Design Specifications Vol. | 50.00 
00071-90069 HP-71 Internal Design Specifications Vol. I] 50.00 
00071-90070 HP-71 Internal Design Specifications Vol. HI 200.00 





*Order from: Hewlett-Packard; Users’ Library Dept. 39UL; 1000 N.E. Circle Blvd.; Corvallis, OR 97330. 
**Manufactured by Mt. Computer Co. 








Product Suggested 
Number Description Price 
Accessories (Cont. ) 

00071-90071 HP-71 Hardware Design Specifications $ 200.00 
82059D _ AC Adapter/Recharger-110 V 20.00 
82167A .5-Meter HP-IL Cable (Qty. 2), OR 6.00 
82167B i-Meter HP-IL Cable (Qty. 2), OR 8.00 
82167D 5-Meter HP-IL Cable (Qty. 2) 10.00 
82401-90001 HP-71 HP-IL Interface Owner’s Manual 15.00 
82401-90023 HP-71 HP-IL Internal Design Specifications 50.00 
82462A HP-71 Blank Overlay Kit (Qty. 5) 10.00 
82707A 30 Blank Magnetic Card Pac 25.00 
82708A 100 Blank Magnetic Card Pac 70.00 
82715A Notebook Card Holder (Qty. 5) 10.00 


a 


HP-71B Control System Configurations 


An HP-71B Control System can be assembled to meet a broad range of needs. Several typical configurations plus individual 
product prices are outlined below, to provide you with a quick reference to system requirements and prices. 











Product Suggested 
Number Description Price 

Portable Data Acquisition 
HP-71B Handheld Computer $ 525.00 
82401A HP-IL Interface 125.00 
2225B ThinkJet Printer 495.00 
9114A Disc Drive 795.00 
82161A Digital Cassette Drive 550.00 
82167A .5-Meter HP-IL Cable (Qty. 2), OR 6.00 
82167B 1-Meter HP-IL Cable (Qty. 2), OR 8.00 
82167D 5-Meter HP-IL Cable (Qty. 2), OR 10.00 
11340A 20-Meter HP-IL Cable (Qty. 2), OR 40.00 
11340B 50-Meter HP-IL Cable (Qty. 2), OR 100.00 
11340C 100-Meter HP-IL Cable (Qty. 2) 200.00 
82059D AC Adapter/Recharger-110 V 20.00 

HP 3421A Data Acquisition Control Unit 

Up to 3 Input and I/O assemblies may be added to the HP 3421A Mainframe. 
3421A Data Acquisition Control Unit $1,450.00 
3421A Opt. 020 8 Channel Multiplexer/2 Channel Actuator Assembly 330.00 
3421A Opt. 021 9 Channel Multiplexer/1 Channel Actuator Assembly 330.00 
3421A Opt. 022 10 Channel Multiplexer Assembly 330.00 
3421A Opt. 040 Breadboard Assembly with connector block 60.00 
3421A Opt. 050 8 bitin, 8 bit out Digital I/O Assembly with connector block 330.00 
3421A Opt. 212 12-Volt power assembly (for long-term remote operation 

away from utility power) 330.00 

HP 150 Development Station 

Required for HP-71B: 
HP-71B Handheld Computer $ 525.00 
82401A HP-IL Interface (required with HP 3421) 125.00 
82441A FORTH/Assembler ROM, OR 150.00 
00071-90097 Software Developer’s Handbook 50.00 
82059D AC Adapter/Recharger-110 V 20.00 
82164A HP-IL/RS-232C Interface 295.00 
82167A .5-Meter HP-IL Cable (Qty. 2), OR 6.00 
82167B 1-Meter HP-IL Cable (Qty. 2), OR 8.00 
82167D 5-Meter HP-IL Cable (Qty. 2) 10.00 

Required for HP 150: 
31391A RS-232C Cable (or equivalent) $ 115.00 
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Product Suggested 
Number Description Price 

HP Series 200 Development Station 

Required for HP-71B: 
HP-71B Handheld Computer $ 525.00 
82401A HP-IL Interface 125.00 
82441A FORTH/Assembler ROM, OR 150.00 
00071-90097 Software Developer’s Handbook 50.00 
82059D AC Adapter/Recharger-110 V 20.00 
82164A HP-IL/RS-232C Interface 295.00 
82167A .5-Meter HP-IL Cable (Qty. 2), OR 6.00 
82167B 1-Meter HP-IL Cable (Qty. 2), OR 8.00 
82167D 5-Meter HP-IL Cable (Qty. 2) 10.00 

Required for HP Series 9000 Model 216: 
98790A 2622A Terminal Emulator $ 250.00 
5061-4216 RS-232C DCE Cable (female) 95.00 

IBM PC Development Station 

Required for HP-71B: 
HP-71B Handheld Computer $ 525.00 
82401A HP-IL Interface 125.00 
82441A FORTH/Assembler ROM, OR 150.00 
00071-90097 Software Developer’s Handbook 50.00 
82059D AC Adapter/Recharger-110 V 20.00 
82164A HP-IL/RS-232C Interface 295.00 
82167A .5-Meter HP-IL Cable (Qty. 2), OR 6.00 
82167B 1-Meter HP-IL Cable (Qty. 2), OR 8.00 
82167D 5-Meter HP-IL Cable (Qty. 2) 10.00 

Required for IBM: 
31391A RS-232C Cable (or equivalent) $ 115.00 
PC 2622 HP 2622 Terminal Emulator for the IBM PC 

Developed by Walker, Richter & Quinn, Seattle, WA 

(For price and further information, call 206-634-0503) 

Remote Dial-up Modem 
HP-71B Handheld Computer $ 525.00 
31391A RS-232C Cable (or equivalent) 115.00 
82059D AC Adapter/Recharger-110 V 20.00 
82164A HP-IL/RS-232C Interface 295.00 
82167A .5-Meter HP-IL Cable (Qty. 2), OR 6.00 
82167B 1-Meter HP-IL Cable (Qty. 2), OR 8.00 
82167D 5-Meter HP-IL Cable (Qty. 2), OR 10.00 
82401A HP-IL Interface 125.00 
82488A Data Communication Pac 150.00 
92205A Hayes Smart Modem 1200 650.00 





The Hewlett-Packard Solution. 


Hewlett-Packard provides solutions that increase productivity. In addition to the recognized high-quality products, strong 
emphasis is also placed on support. 


1. Service. HP-71B Handheld Computers are under a full one-year warranty from original date of purchase (refer to Owner's 
Handbook for specific details). A renewable one-year Support Agreement on some products, to begin at the expiration 
of the warranty period, is available at additional cost. The low agreement price provides a cost-effective service support 
program. Several years of support may be obtained for less than the price of one repair in the event of product failure. 
Standard repair charges (STREP) and support agreement prices on products repaired at the Calculator Service Center are: 


Standard Repair Support Agreement 


Product Charges Prices 
HP-71B (prices include 82400A Card Reader, 82401A HP-IL Module, and $110.00 $35.00 
82420A 4K Memory Module) 
82161A Digital Cassette Drive 80.00 20.00 
82162A HP-IL Thermal Printer/Plotter 65.00 20.00 
2225B ThinkJet Printer 150.00 24.00 
82168A Acoustic Coupler (modem) 50.00 12.00 


For service information on products not listed here, refer to your product Owner’s Manual or call (503) 757-2002. For 
other information, contact the Calculator Service Center; 1030 N.E. Circle Blvd./P.O. Box 999; Corvallis, OR 97330. 


2. Support. For the price of a phone call, thoroughly trained representatives provide answers to a wide variety of questions. 
These questions may range from simple operational problems to difficulties regarding the usage of our software application 
packages and peripherals. This phone-in consulting service is available by dialing (503) 757-2004. 


3. Custom Products. The HP-71 Custom Products Program is available to your multi-unit accounts. Custom ROM Modules, 
Custom Magnetic Cards, and Custom Keyboard Overlays provide personalized solutions. The services of Independent 
Custom Consultants (ICCs) range from software development to providing the custom products. For more information, 
refer to the Custom Products brochure and ICC Capabilities Guide. 


U.S. Prices only. Prices and availability subject to change without notice. 
Note: This price list shows manufacturer’s suggested retail prices. 





Hewlett-Packard 

Handheld Products Operation 
1000 N.E. Circle Blvd. 
Corvallis, Oregon 97330 


(800) FOR-HPPC (800-367-4772) 
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